Regn . No . KERBIL /2012 / 45073 

dated 5 - 9 - 2012 with RNI 
Reg .No.KL /TV (N )/634/2015 -17 


കേരള സർക്കാർ 
Government of Kerala 

2017 


सत्यमेव जयते 


GOVERN 


- 
കര 


Sos Moe 


0900 


VMENT OF 


KERALA 


കേരള ഗസററ് 
KERALA GAZETTE 


ആധികാരികമായി പ്രസിദ്ധപ്പെടുത്തുന്നത് 

PUBLISHED BY AUTHORITY 


beijo 6 


തിരുവനന്തപുരം, 

- ചൊവ്വ 


MMID 


2017 60ml 7 
7th February 2017 

1192 DACo 25 
25th Makaram 1192 

1938 porelo 18 
18th Magha 1938 


Vol. VI 


No. 


Thiruvananthapuram , 

Tuesday 


PART III 
Factories and Boilers Department 


NOTIFICATION 


No. T2 /1958 /2015 / F & B . 


19th January 2017 . 


Result of Boiler Operation Engineer s Examination - 2016 
The candidates with the following Registration numbers are declared passed in the Boiler Operation Engineers 
Examination 2016 conducted at Government Engineering College, Ramavarmapuram Road , Thrissur, Kerala State on 
12th & 13th of November 2016 (Written and Drawing examination ) and M /s BPCL Kochi Refinery, Ambalamugal, 
Ernakulam , Kerala State on 19th and 20th December 2016 (Oral and Practical Examination ). 


Registration Numbers 


16002 16004 
1602116027 
16048 16050 
1608116090 
16137 16138 


16005 
16035 
16054 
16097 
16146 


16006 16007 
16040 16041 
16055 16058 
16100 16103 
1614916151 


16008 
16042 
16059 
16113 
16026 


1600916016 
16044 16045 
16063 16068 
16118 16124 
1607016082 


16018 
16046 
16069 
16128 


16020 
16047 
16072 
16129 


Office of the Director of 
Factories and Boilers, 
Kumarapuram ,Medical College P. O ., 
Thiruvananthapuram . 


(Sd.) 
For Director of Factories & Boilers. 


